January 2nd, 1914. 


Perish House 
whe td nde RS i hide? We 


>‘ clock. 


Will you kindly let me know whether I am expected 


(0 go in evening dress or in ordinary clot 
With kind regards, I am 


Yours sincerely, 


President. 


